Aerial  view 
The  Christian  Science  Church  Center 
The  First  Church  of  Christ,  Scientist, 
in  Boston,  Massachusetts,  U.S.A. 


I  l>r<>  I  he  Christian  S<  ience  Publishing  Society 
•\//  rights  reserved 


G75519 


D8511012 


